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Unit Drive Motor - Stop Alarm And ~ Frame Busy On Selectors - Machine Switching 
System - Outgoing Irunfc And Sender Monitoring Pest Board, 


GENEP-AL DESGRIPPION 

1. This circuit is designed to give an audible alarm and a visual signal near 
the sv/itohman*s desk whenever the selector frame drive motor stops. Provision is 
made for the removal of the alarm and the operation of a warning signal when a 
drive motor is stopped intentionally. If a motor runs with its "stop" alarm discon- 
nected, a combination of alarm and signals will indicate such a condition so that 
the "stop" alarm may be restored, 

2, In case of a cable failure or the operation of the frame busy key, the 
associated green lamp lights, 

DETAILED DESCRIPTION 


OPEBATION 


So For each drive motor there is a red 2I,S, lamp, a white M,S. guard laai^) 
and a 92-3 motor stop key. Cable failure and busy frame conditions are indicated 
by green lamps, 

4, V/ith the motor running and the M,S, key in normal position there will be 
no lamp signal. When the district frame or miscellaneous frame drive motor stops 
cr slows dovm below the regulated speed the associated red M,S, lamp lights. The 
M,So key is then operated, extinguishing the red lanp and lighting the v/hito guard 
lamp as an indication that the ivI.S, signal has been disconnected. If the drive 
motor runs under this condition both the red M.S. lamp and the white M.S.G, lamp 
will be lighted indicating that the M,S, key should be restored to normal, 

5, In the event of cable failure or the operation of the frame busy key, the 
green F,B, lamp v/ill light. 
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